
The Commonwealth of Massachusetts 

Executive Office of Health and Human Services 

Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 


DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P, MURRAY 

LIEUTENANT GOVERNOR 

JUDYANN BIGBY, MO 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 


12/24/10 


Andrius Knasas 

Assistant District Attorney, Suffolk County 


Dear ADA Knasas 

Enclosed is the information you requested in regards to Commonwealth Included 

are copies of the following: 


1. Drug Analysis Laboratory Receipt. 

2. Curriculum Vitae for Annie Khan (Dookhan) and Della Saunders. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with chemist’s hand notations and test results. 

5. GC Spectral analytical data for sampies#^|^^^H^^^B^| 

6. GC/Mass Spectral analytical data for samples 

Della Saunders was the custodial chemist and performed the preliminary testing and net weight for 
this sample. I, Annie Dookhan, was the confirmatory chemist and analyzed the GC/MS data for 
this sample. 


If you have any questions about these materials, please call me at the number below. 



Annie Dookhan 
Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Curriculum Vitae 


Annie Khan (Dookhan) 

Education: 

University of Massachusetts, Boston, Ma, Master of Science in Chemistry. 

University of Massachusetts, Boston, Ma, Bachelor of Science in Biochemistry. 

Experience: 

2003 - present 

Chemist I. II. Massachusetts Department of Public Health, Drug Analysis Laboratory 

Completed six-week training course conducted by senior staff within the Department of Public 
Health, Drug Analysis Laboratory. 

* Appointed Assistant Analyst by Assistant Commissioner of Public Health, January 2004. 
♦Responsible for the identification of drugs to determine violations of harmful and narcotic drug 
laws. 

♦Trained in the use of complex analytical instrumentation, microscopes and balances for the 
purpose of drug analysis, 

♦Maintenance and repairs of all analytical instruments. 

♦Responsible for the Quality Control of all analytical instruments, reagents and controls/standards. 

* Responsible for the Quality Control/Quality Assurance program for the drug lab. 

♦Notary Public. 

♦Qualified as an expert witness in Massachusetts Courts and U.S. District Court 
2001 -2003 

OC Analyst L H. UMMS-Massachusetts Biologic Laboratory, QC Material Control 

♦Completed proficiency training conducted by a member of the staff within the MLB Quality 
Control and Quality Assurance Department. 

♦Method Development for creating new techniques and enhancing vaccines for the QC Dept, and 
FDA. 

♦Writing, revising and reviewing Standard Operating Procedures (SOPs), 

♦Routine QC testing of products for the FDA. 

♦Trained in the use of complex analytical instrumentation, and balances for the purpose of QC 
analysis for product and validation projects, 

♦Calibration, preventive maintenance, QC and QA of analytical instrumentation. 

♦Complete testing of chemicals for Vendor Validation Project for the FDA. 

♦Compendial testing and interpretation of the USP, ACS, FCC, AOAC, Merck Index, PDR, etc. 

Additional Training: 

Dept, of Justice - Forensics Professionals. 

GLP/GMP course with Massachusetts Biologic Laboratory. 

QC/QA training according to FDA Codes and Regulations. 

GC and GC/MS courses with Agilent Technologies and Restek. 

HPLC course with Waters Cooperation. 

FTIR course with Spectros. 

TOC training with MBL and Sievers. 

Association: 

American Chemical Society (ACS) , 

Northeastern Association of Forensics Science (NEAFS) 
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Curriculum Vitae 


Della Saunders 
Education: ‘ 

. Boston University Boston, MA. Bachelors of Arts in Chemistry 1982 
Experience: 

1985-present: Currently Chemist lH Massachusetts Department of Public Health Drug 
Analysis Laboratory at State Laboratory Institute Boston, MA. Responsible for analyzing 
unknown substances submitted by Massachusetts law enforcement agencies; operating, 
maintaining, and interpreting data from analytical equipment (analytical balance, 
microscope, gas chromatogram, ultraviolet spectrometer, infrared spectrometer, gas 
chromatogram/mass spectrometer); training junior level chemists; providing expert 
testimony to local, state, and federal' courts in the Commonwealth of Massachusetts. 

1984-1985: Laboratory Technician in the Media Laboratory at State Laboratory Institute 
Boston, MA. Responsible for making chemical reagents and media plates; operating and 
maintaining laboratory equipment (autoclave, pH meter, ultra-violet hood), and collecting 
•safety data for laboratory protocols. . 

Training: . 

1985: Six week training with Senior Staff at Massachusetts Department of Public Health 
(MDPH) Drug Analysis Laboratory Boston, MA. Appointed Assistant Analyst MDPH 

1987: One week training course in drug analysis given by the Federal Drug Enforcement 
Agency (DEA) McLean, VA. 

1992: Training in Gas Chromatograph/Mass Spectroscopy (GC/MS) Hewlett Packard 
(Agilent) 

1996: Training in Fourier Transform Infra-Red Spectroscopy ETA (Analect) 

2001: Expert Witness Workshop National Laboratory Training network Quality 
Assuxance/Quality Control Training (MDPH) 

2002: Techniques of Supervision Training (MDPH) 

999 : Notary Public Commonwealth of Massachusetts 
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No. Date Analyzed: o'S-s ^-v-1 C 

City: Boston D.C.U. Police Dept. 


Officer: P.O. SYBIL WHITE 



Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 11/13/2009 
Gross Wt: 35.44 



Prelim: ££JC£ffW 


Findings: 


Subst: SUB 

No. Analyzed: 

Net Weight 

#Teste: 7/2$ 

n. 

CO C.CjlaXq. 


■4 


Date Analyzed: os-'i '-A-\ C 


City: Boston D.C.U. Police Dept. 


Officer: P.O. SYBIL WHITE 
Def. 

Amount: 

No. Cont: 1 Cont: pb 

Date Rec'd: 11/13/2009 
Gross Wt,: 14.85 



Prelim: 


Lwkmw/i/ 


Findings: 


Subst; SUB 

No. Analyzed: 

Net Weight: 

# Tests; 

*\ 

to Q <>\CXV O 6 



Date Analyzed: O < s.-'2.'-'>-' 


City: Boston D.C.U. Police Dept. 
Officer: P.O, SYBIL WHITE 
Def: 

Amount: 

No. Cont: i Cont: pb 

Date Rec'd: 11/13/2009 
Gross Wt.: 3.98 




Prelim:/'ZeZ?/; 


Findings: 


Subst: SUB 

No. Analyzed: 

Net Weight^ 

# Tests: 7^ 

Coco_v\a 
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SAMPLE # 

No. of samples tested:_ 

PHYSICAL DESCRIPTION: 


agency 

%'Iifli/) IMiFfPs 




()^wh,hc/nifo am/jmm) 

fladkM 

pfipMi 11 Wtlkwi if 


Net Wt: 


PRELIMINARY TESTS 
Spot Tests 


Cobalt 

Thiocyanate llfi) 't 


Mlcro crystalltne Tests 

Gold 
Chloride 


Folk OIG PRR 051162 


















o 


DRUG POWDER ANALYSIS FORM 




SAMPLE# AGENCY WW ANALYST 

t . t 



No. of samples tested: 


Evidence Wt 


T 


PHYSICAL DESCRIPTION: 


Gross Wt ( ): 


Q$'wk'lc(JpiiJ<y { iLorS^ 


Uf-T'Wrn WW/iyxpwy umm/ffW ~ 7 /Gross Wt { ): 

pfHijlt wh&KuKi awmwrfl iffl^-daffseaty . (j 

l/iilvlMsk-m fisilw "!1 cmi ttntov fl ' - ■ 

/ / d Neiwi: -1,9W9r 

0 r / 


PRELIMINARY TESTS 
Spot Tests 

Cobalt . 

Thiocyanate (#/-) -r— 


Marquis 

Froehde's 

Mecke's 


Mlcrocrvstalltne Tests 
Gold 

Chloride_ 

TLTA ( )_ 

OTHER TESTS 

Oi/li- 

Ci ( \ -h _ 


PRELIMINARY TEST RESULTS 
RESULTS MWm 

DATE ?yll$llO 


GC/MS CONFIRMATORY TEST 



OPERATOR /Ct>£l 

date shytLHI 


Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 



SAMPLE U 

No. of samples tested: 


AGENCY ANALYST^ 

ZZZJLI 



Oli 

Cf3> S 


PRELIMINARY TESTS 
Soot Tests 

Cobalt a 
Thiocyanate (//f) 

Marquis ' 

Froehde's ' 

Mecke's 


MIcrocrvstaHIne Tests 


Gold 

Chloride 



TLTA (M) ± 

OTHER TESTS 


PRELIMINARY TEST RESULTS 
RESULTS C0C6N7IL 

date 'pjltlld 


GC/MS CONFIRMATORY TEST 
RESULTS (2£&lZkL 
MS 

OPERATOR .nSD 


DATE 


5 Injjd 


Revised 7/2005 
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PRELIMINARY TESTS 
Spot Tests 

Cobalt 

Thiocyanate ( ) 

Marquis_ 

Froehde's_ 

Mecke's 


Macrocrystalline Tests 
Gold 

Chloride_ 

TLTAj_ } _ 

OTHER TESTS 


PRELIMINARY TEST RESULTS 

RESULTS_ 

DATE 


GC^M-S-GOt^FlRMA-TCR-Y-TES-T— 



Revised 7/2005 
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DRUG POWDER ANALYSIS FORM 


SAMPLE # 

No. of samples tested: /2- 


ANALYST 


AGENCY ANALYST ,/ 4 ^ 

' _ Evidence Wt 


PHYSICAL DESCRIPTION: 


/a(M4d 


SCR1PTION: / > Gross Wt ( ) 

W/Cy Gross Wt ( , 

Pkfl . W , 

'mi a /bf "/W'fa'w Ne,wi 












Sample ff; 

# samples tested: O' 



# 

Gross 

Weight 

Packet Weight 

Net 

Weight 

M 

Gross 

Weight 

Packet Weight ■ 


1 

wrtm 

■ 

mmm 


26 




2 


■ 

mm 


27 





|| | 


mm 


28 




B 

ynwiii| 



29 












Is 




a 




B 




32 




8 




33 




9 



- 

34 




10 




35 




11 




a 




12 




I 




13 




38 




14 




39 




15 




40 




16 




41 




17 




42 




18 




m 




19 

,i1 ■" ■ *■■■■. 



ea 




20 




H 

! 



B 




46 




B 




47 




a 




48 




24 




49 




25 




50 



i 

Calculations: 
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Macro 
Micro: 
Duq: 



RIJUANA ANALYSIS SHEET 

Agency Evidence Wt. 4 ft 


/ tefcbrfG^mMMd&Savty M/w*? 
r dfisfr<$fi 


DATE: MAY 1 8 2010 


Sample# __ Agency_______ Evidence Wt. 

Gross wt.( )_ 

Macro: _____ 

Micro: ______ 

Duq: __^ 



RESULT:. 


RESULT: 


DATE: 




Sample# 

Agency 

Evidence Wt. 

Gross wt.( ) 
Macro: 

Micro: 

Duq: 

—-:- 



RESULT: 


DATE: 
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Sequence Name: C:\msdchem\l\sequence\de£ault ,s 
Comment: 

Operator: 

Data Path: D:\GC DATA\05_17_10\ 

Instrument Control Pre-Seq Cmd: 
lata Analysis Pre-Seq Cmd: 


Instrument Control Post-Seq 
Data Analysis Post-Seq 

Method Sections To Run 
(X) Full Method 
( ) Reprocessing Only 


Cmd: 

Cmd: 

On A Barcode Mismatch 
(X) Inject Anyway 
( ) Don't Inject 


Line' 


Sample Name /Mi sc Info 


1) 

Sample 

1 

01 

SCREEN 

2) 

Sample 

2 

02 

SCREEN 

3) 

Sample 

3 

03 

SCREEN 

4) 

Sample 

4 

04 

SCREEN 

5} 

Sample 

5 

05 

SCREEN 

6} 

Sample 

6 

06 

SCREEN 

7) 

Sample 

7 

07 

SCREEN 

8} 

Sample 

8 

08 

SCREEN 



Last Modified: Thu May 20 09:34:23 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ADS Vial 


D:\GC DATA\05_20_10\ 

01. D 

FID1A.CH 

20 May 2010 9:36 

BLANK-DCS 

1 Sample Multiplier: 1 


Integration File: autointl,e 


Method : C:\MSDCHEM\1\METHODS\SCREEN.M 

Title : 



SCREEN.M Thu May 20 10:10:44 2010 


Page; 2 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 

ALS Vial 


D:\GC DATA\05_20„10\ 

01. D 

F1D1A.CH 

20 May 2010 9:36 

BLANK-DCS 

1 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\SCREEN.M 

Title : 


Signal 

: FID1A.CH 




peak R.T. 

Start 

End 

PK peak 

peak peak % of 

# min 

min 

min 

TY height 

area % max. total 


1 1.262 1.234 1.489 BB 714340387 9402389434 100.00%100.000% 

Sum of corrected areas: 9402389434 


SCREEN.M Thu May 20 10:10:44 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
AL8 Vial 


D:\GC DATA\05_20_10\ 

02 ,D 

FID1A,CH 

20 May 2010 10:12 

COKE/CODEINS STD 

2 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS'\SCREEN,M 

Title : 



SCREEN,M Thu May 20 10:46:15 2010 


' M r “ rn ^ 
28,00 

Page; 2 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_20_10\ 

02 , D 

FID1A.CH 

20 May 2010 10:12 

COKE/CODEINE STD 

2 Sample Multiplier: 1 


Integration File: autointl.e 

Method : C:\MSDCHEM\1\METH0DS\SCREEN.M 
Title 


Signal : FID1A.CH 


peak 

R.T, 

Start 

End 

PK 

peak 

peak 

peak 


% of 

# 

min 

min 

min 

TY 

height 

area 

% max. 


total 

1 

1.262 

1.209 

1.456 

BB 

693486594 

9686743104 100, 

00% 

99.389% 

2 

7.359 

7.307 

7.397 

BB 

3872255 

29152041 

0.30% 

0 

.299% 

3 

7.930 

7.874 

7.976 

BB 

3722129 

30353407 

0.31% 

0 

.311% 


Sum of corrected areas: 9746248552 


SCREEN.M Thu May 20 10:46:14 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_20_10\ 

03 .D 

FIDlA,CH 

20 May 2010 10:47 

BLANK 

3 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\SCREEN.M 

Title : 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_20__10 \ 

03 .D 

FID1A,CH 

20 May 2010 10:47 

BLANK 

3 Sample Multiplier: 1 


Integration File: autointl.e 

Method : C:\MSDCHEM\1\METH0DS\8CREEN.M 

Title : 

Signal ; FID1A.CH 

peak R.T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 

1 1.264 1.238 1.465 BB 677340361 9723973646 100.G0%100.000% 

Sum of corrected areas: 9723973646 


SCREEN.M Thu May 20 11:21:48 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\05_20_10\ 
04 ,D 

FID1A.CH 

20 May 2010 11:23 


4 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\SCREEN,M 

Title : 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA.\05_20_10\ 
04, D 

FIDlA.CH 



4 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\l\METHOD3\SCREEN.M 

Title : 


Signal : FIDlA.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

# 

min 

min 

min 

TY 

height 

area % 

max. 

total 

1 

1.265 

1.236 

1.361 

BV 

643537174 

9526254507 

100.00% 

97.695% 

2 

1.378 

1.361 

1.461 

VB 

21598143 

224729142 

2.36% 

2.305% 


Sum of corrected areas: 9750983649 


SCREEN,M Thu May 20 11:57:21 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data Pile 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\05„20__10\ 

OS .D 

FID1A.CH 

20 May 2010 11:58 

BLANK 

5 Sample Multiplier: 1 


Integration Pile: autointl.e 


Method : C:\MSDCHEM\l\METHODS\SCREEN.M 

Title : 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\05_20„10\ 

05,D 

FID1A.CH 

20 May 2010 11:58 

BLANK 

5 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\SCREEN.M 

Title : 

Signal : FID1A.CH 

peak R. T. Start End PK peak peak peak % of 

# min min min TY height area % max. total 

1 1.265 1,232 1.467 BB 672648338 9784203469 100.00%100,000% 

Sum of corrected areas: 9784203469 


SCREEN, M Thu May 20 12:32:55 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\05_20_10\ 
06 . D 

FID1A.CH 

20 May 2010 12:34 


6 Sample Multiplier: 1 


Integration File: 


autointl.e 


Method : C:\MSDCHEM\l\METHODS\SCREEN.M 

Title : 


Response^ 


Signal: 06.D\FID1 A.CH 


3800000 

3600000 
3400000 { 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 

800000 

600000 

400000 

200000 

0 ^T— r4V] — i — i — i — i —pr t —r-T-p — f"T — , \ T~y i ' T i ^ | y 7— T ■ | “I i 1 1 | 1 1 ^ 1 t t i p i T 

Time 2.00 4.00 6.00 8.00 10.00 12.00 14,00 16.00 18.00 20,00 22.00 24.00 26,00 

SCREEN.M Thu May 20 13:08:26 2010 


28.00 

Page: 2 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 

ALS Vial 


D:\GC DATA\05__2 0__10\ 
06, D 

FID1A.CH 

20 May 2010 12:34 


6 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\1\METHODS\SCREEN.M 

Title : 


Signal : FID1A.CH 


peak 

R.T. 

Start 

End 

PK 

peak 

peak 

peak 

% of 

# 

min 

min 

min 

TY 

height 

area 

% max. 

total 

1 

1.260 

1.237 

1.361 

BV 

720428861 

9904269370 100. 

00% 99,474% 

2 

1.376 

1.361 

1.477 

VB 

5843094 

52340777 

0.53% 

0.526% 


Sum of corrected areas: 9956610147 


SCREEN,M Thu May 20 13:00:26 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\05_2Q_10\ 
07 .D 

FIDlA.CH 

20 May 2010 13:09 


7 Sample Multiplier: 1 


Integration 

Method : 

Title : 

Response. 

I 1.|63 


File: autointl.e 
C:\MSDCHEM\l\METHODS\SCREEN.M 

Srgnai: 07,D\F!D1 A.CH 


3800000 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 : 

2000000 

1800000 

1600000 

1400000 

1200000 

1000000 

800000 

600000 

400000 

200000 

O 1 ' ' 'V I I I , | , 1 . , I , . , , , , , 

Time 2.00. 4.00 6.00 8.00 10.00 12,00 14.00 16.00 18.00 


1 1 I 1 1 ' } i ' 1 
20.00 22.00 


24.00 26.00 


SCREEN.M Thu May 20 13:44:00 2010 


- r - T - T - r - r - Tn 

28.00 

Page: 2 
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Area Percent Report 


Data Path 
Data Pile 
Signal(s) 
Acq On 
Sample 
Misc 
ALS Vial 


D:\GC DATA\05_20„10\ 
07 . D 

PID1A.CH 

20 May 2010 13:09 


7 Sample Multiplier; 1 


Integration File: autointl.e 

Method : C:\MSDCHEM\1\METHODS\SCREEN.M 

Title : 


Signal : FID1A.CH 


peak 

# 

R.T. 

min 

Start 

min 

End 

min 

PK 

TY 

peak 

height 

peak peak % of 

area % max. total 

1 

1.263 

1.238 

1.490 

BB 

706262152 

9184016155 100.00%100.000% 


Sum of corrected areas: 9184016155 


SCREEN.M Thu May 20 13:44:00 2010 


Page: 1 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Misc 
AL3 Vial 


D:\GC DATA\05_20_1Q\ 

08.D 

FIDlA.CH 

20 May 2010 13:45 

BLANK 

8 Sample Multiplier: 1 


Integration File: autointl.e 


Method : C:\MSDCHEM\l\METHODS\SCREEN.M 

Title : 


Response^ 

I 1464 


Signal: 08.D\FID1A.CH 


3800000 

3600000 

3400000 

3200000 

3000000 

2800000 

2600000 

2400000 

2200000 

2000000 

1800000 

1600000 

1400000 

1200000 i 

1000000 
800000 | 

600000 

400000 

200000 

O'-n- 1 Lri-r-r-rT-T™ 1 ' * 1 , 1 ' * 1 1 ' 1 1 ‘i 'j - i 
Time 2,00 4,00 6.00 8.00 10.00 

SCREEN.M Thu May 20 14:19:27 2010 


1 5 F 1 1 J 1 , 1 i 1 1 1 * i 1 1 , 1 i 1 1 1 T ” T ” t r™. . r ^ 1 j r_ 
12.00 14.00 16.00 18.00 20.00 22,00 24.00 26.00 


T i 1 1 • 1 i 
28.00 

Page: 2 
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Area Percent Report 


Data Path 
Data File 
Signal(s) 
Acq On 
Sample 
Mi sc 
ALS Vial 


D:\GC DATA\05_20_10\ 

08 .D 

FID1A.CH 

20 May 2010 13:45 

BLANK 

8 Sample Multiplier: 1 


Integration File: autointl* e 


Method : C:\M3DCHEM\l\METHODS\SCREEN.M 

Title : 


Signal 

: FID1A.CH 





peak 

# 

R. T * 
min 

Start End 

min min 

PK peak 

TY height 

peak 

area 

peak 
% max. 

% of 
total 

1 

1.264 

1.239 1.479 

Sum 

BB 678481423 9585563881 100.00%100.000% 
of corrected areas: 9585563881 


SCREEN. M Thu May 20 14:19:27 2010 


Page: 1 


Folk OIG PRR 051185 




Area Percent / Library Search Report 


Information from Data File: 


File Name 

F:\Q2-2010\SYSTEM6\05 21 

_10\718819,D 

Operator 

ASD 

vV /*> 

/V 

\ 

Date Acquired 

23 May 2010 00:11 

Sample Name 

BLANK 

Submitted by 
Vial Number 

1 


AcquisitionMeth 

DRUGS 


Integrator 

RTE 



lABimdance 
4000! 

3000; 


TI"CT7T8B19,0 


2000 j 


looofyiLi 



hme-> ZOO 2.50 3.00 3.50 4.66 4.56 5.66 5.50 6.6o 6.56 '7.66 7-50 8.00 8.50 9,00 9.66 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


718819.D 


Mon Dec 20 15:46:53 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718820.D 

ASD 

23 May 2010 00:24 

COCAINE STD 

20 

DRUGS 

RTE 


Abundance 
| 1200000 ' 

1000000I 

8000001 

I 


139 


TIC:Tf8820D 



OOOOOOj 
400000 
! 200000 


trime~> 2.00 2.50 3.00 

3.^0 1 4.6o 4.50 5.00 

' * 5,S0 1 

7 : 

6.00 

6.50 ’ 7.00 7.50 ’ 8.b6 ‘ 8.fe© ' ’ 9.00 ' gio" ' ' ’ j 


Ret. Time 

Area 

Area 

O. 

"o 

Ratio % 

4.389 

1328605 

100 . 

00 

100 . 00 


718820.D 


Mon Dec 20 15:46:56 2010 


Page 1 


Folk_OIG_PRR 051187 











Area Percent / Library Search Report 


Information from Data File 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q2-2010\SYSTEM6\05_21_10\718820.D 

ASD 

23 Nay 2010 00:24 

COCAINE STD 

20 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 4.39 C:\DATABASE\PMW_T0X2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Butalbital (ME) 


000050-36-2 96 
000000-00-0 58 
000000-00-0 9 


Abundance 


8? 


Averagsof “OWio 4749DminV:7T8‘820:DT) 


80 


182 


60! 


40 


20 


i 42 


51 


94 


68 

:1 


105 


! t 


122 


135 152 168 


198 


272 


303 


o, ***** ... m, ,. ,... j* 

Wz-> 40 50 60 70 80 90 100 110 l2o 130 l4o 150 l60 170 180 l90 260 210 220 280 240 250 280 270 280 290 360 310 320 


Abundance 


80 


82 


#465rCocaine 




60 i 


403 


20 3 


:m/z-> 0 40' 50 60 70 80 9b 100110 l'4(> 130 14(T'150 160 170 180 190 2<5o 210 220 2^0 240 250280 270 280 290 30O 310 320 


94 105 

i ( ! 

i I 

!|! 122 


155 166 


182 

i 


! 198 


TTTTT 1 !’. ill 


272 

™ :,i 


303 

i 


718820 .D 


Mon Dec 20 15:46:56 2010 


Page 2 


Folk_OIG_PRR 051188 





















Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718821.D 

ASD 

23 May 2010 00:37 

BLANK 

1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


718821.D Mon Dec 20 15:47:00 2010 


Page 1 


Folk_OIG_PRR 051189 









Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\05_21__10\718823.D 

Operator : ASD 

Date Acquired : 23 May 2010 1:02 

Sample Name : BLANK 

Submitted by : DCS 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance TICT T18823TD 



iTime-> _° 2.00 ^2.50 3X10 ' 3.50 ' 4.00 4.50 5.00 ' 's.k > 6X>6 ' 050^’ 7.00 7.50 8,00 8.50 ' 9.5o ' 9.50 


Ret. Time Area Area % Ratio % 

* * *NO INTEGRATED PEAKS*** 


718823.D Mon Dec 20 15:46:16 2010 


Page 1 


Folk_OIG_PRR_051190 












Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\0S_21 

ASD 

23 May 2010 1 :15 


DCS 
23 

DRUGS 

RTE 


10\718824.D 


Abundance 
; loooooo! 

i ! 

] I 

800000: 

I i 

600000' 
! | 

400000 

| 200000 ] 

i 

0 


4139 


TIC: 716824 D 


|Time-> 2.56 2.^0 ’ 3.txT 3.50 TxiO 4.50' 5.00 "s.BcT"' 6.00 6.50 7.bo 7.B0 8.00 8.80 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

4.390 

1194097 

100.00 

100.00 


718824.D Mon Dec 20 15:46:24 2010 Page 1 


Folk_OIG_PRR 051191 















Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 
Submitted by 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM6\05_21_10\718824.D 
ASD 

23 May 201 0 1:15 

DCS 

23 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMWJFOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.39 C:\DATABASE\PMW_T0X2.L 
Cocaine 

Cocaine-M (methylecgonine) AC 
Selegiline-M (nor-HO-) 2AC 


000050-36-2 96 
000000-00-0 58 
000000-00-0 9 


Abundance 


80 : 


60 


40 ! 


20 ! 


! 42 


I 7 


82 


94 


105 


67 


Average of‘ 068 "to 4 , 479 min.: 718824,0 (-} 


182 


122 
! 114 , ; 


135 152 166 


198 303 \ 

i 272 ] 

2 09 22 2 244 253 _ | 282 ^ 


m/z-> ° 4(3 50' 60 '70 90 w T ^° 15_0 18CM70 lio 190 25b 2102% Sf) SFSt) So 2toW25o So 

Abundance..... — .. #466:Tfccaine... PI SOS 


801 


82 


60 i 


40 - 


20 ! 


182 

! 


!| 94 105 

{ : 

ill i!i j 122 

: = |j ;.jl ^ j J | 


155 166 


198 

! 

0 I 'V : < { 1 • I i frrt : < * '--r-j '-l . j i ,1* I ! ■ i j i . • , . r~t~i —: ■ | :tt— m ■ jUr'-vi 1 t'lI jtt; i t i - . : . i j : : T r rr: . T1TT7 ; 4 ■ ■ . :* : i : r ' l-T I 

'm/z-> 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 2^0 240 250 260 270 280 290 300 


272 

t4, : . 


303 


718824,D 


Mon Dec 20 15:46:24 2010 


Page 2 


Folk_OIG_PRR_051192 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 


F : \Q2-2010\SYSTEM6\05_21__10\718825 . D 
ASD 

23 May 2010 1:28 

BLANK 
DCS 
1 

DRUGS 


Integrator 

: RTE 

Sundance 

4000? 

. .-.& 

3000 1 

| 


j : 

2000 

i ; 


| 1 

j 1000 

j ; 

Qi 


hrime*^ 2, b0 _2.1>0 _ 

3.66 3.50 4.00 4.50 


1X0:7188257(1 







Ret. Time 


Area Area % Ratio % 


* * *N0 INTEGRATED PEAKS*** 


718825.D 


Mon Dec 20 15:46:27 2010 


Page 1 


Folk_OIG_PRR 051193 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718826.D 

ASD 

23 May 2010 1:40 


DCS 
25 

DRUGS 

RTE 


Abundance 

; 15000001 

! • 


39 


TIC: 7T8826.D 



1000000 | 

| 

500000 ; 


3.62 


0 h—j—r—i—-—r—•• r~ ■ ■;—i—i——j—f—f—r* “ t- ■ | —;—t—^—S-— f -tt—>— i—r—r—i—i—i—r“T"t — i—■—i— tt— m—i— it— j—i—i—i—i—I—— f— i— tt—:—“*t— i—i—i— r i—j——- t“T— l—I—>—i 

iime-> 2,00 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.50 8.00 8.50 9.00 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

3.623 

123314 

6.87 

7.37 

4.395 

1672400 

93.13 

100.00 


718826.D 


Mon Dec 20 15:46:31 2010 


Page 1 


Folk_OIG_PRR 051194 

















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718826.D 

ASD 

23 May 2010 1:40 


DCS 

25 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


Abundance 


i 80: 


3.62 C:\DATABASE\NIST98.L 

Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 
Imidazo[2,1-b]thiazole, 2,3,5,6-tet 006649-23-6 


Average oT 3.601 to 3.707‘niin.; 718826. UF)~ 

148 


0 .it 




;j|79 __ ,1] ^ 


lift. H ! 135 M2 


Wz~> 40 50 60 70 80 90 l60 110 lio 1$0 ' 140 150 160 170 180 100 260 210 


jAbundance 


W84 OYOU m id a zo [2,1 -b)th1 a zo !e72,3,576UeTra bydro ; 6-pheny] - 

148 


121 127 


45 51 63 


1 1 

89 

i 

t ; 

; 


176 Hi ! 

.i'J . , 

i -44.. 

,Jijj 108 US j, 

. „_135l41,. J, 157 

167 

,.k. 185 .^'i!i. 

80 

90 

100 110 120 

130 140 150 160 

170 

180 1«0_200 2 io\ 


718826.D 


Mon Dec 20 15:46:31 2010 


Page 2 


Folk_OIG PRR 051195 























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718826.D 

ASD 

23 May 2010 1:40 


DCS 

25 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.39 C:\DATABASE\PMW_TOX2.L 

Cocaine 

Cocaine-M (methylecgonine) AC 
Butalbital (ME) 


000050-36-2 94 
000000-00-0 50 
000000-00-0 9 


Abundance 


80) 


60) 


40! 


201 42 
i I 51 


82 


94 


105 


Avcrageof4.368 t<T4.463 min.: 7f8B25D"(-7 
182 


122 


68 i :;! 


1 52 A 

0l J.i, r 136 , . 1 ,. A-,, X, . ^ . I., . s 

Wz-> 40 50 60 70 80 90 100 110 120 130 140 150 l60 170 160 100 2d0 210 220 230 240 250 260 270 280 290 300 


198 


272 


303 


^Abundance 


80! 


60! 


40! 


8,2 

i 


#465: Cocaine 


“PT503 


182 


20 j 


94 105 

: 1 1; i 

j 

; 


I i Hi i 122 

■ ;fl i •*! ! 

1 lU'TTTi 1 T '-’-ttt- f-vn 

155 166 1 

-~"vi ;rr• *i . .1 ijm ■ ■■'•i 1 


198 


303 


272 


Wi/z«> 40 50 60 70 80 90 100 110 120 130 140 150 160 1/ 


190 266 210 260 266246 250 260 270 2$0 290 300 


718826 .D 


Mon Dec 20 15:46:32 2010 


Page 3 


Folk_OIG_PRR_051196 

















Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM6\05_21_10\718827.D 

ASD 

23 May 2010 1:53 

BLANK 
KAC 
1 

DRUGS 

RTE 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


718827.D Mon Dec 20 15:46:35 2010 Page 1 


Folk_OIG_PRR 051197 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-20I0\SYSTEM6\05_21 

ASD 

23 May 2010 2:57 

BLANK 

1 

DRUGS 

RTE 


10\718832 . D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


718832.D Mon Dec 20 15:47:09 2010 Page 1 


Folk_OIG_PRR 051198 













Area Percent / Library Search Report 


Information from Data Pile; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718833.D 
ASD 

23 May 2010 3 : 09 

COCAINE STD 

20 

DRUGS 

RTE 


Abundance 

■ i 

1200000 ' 

j 

1000000 ' 

I 800000 

! 1 


4|39 


T!C:TraS33.D 




600000; 
400000 1 

200000 j 


Time--> 2.00 2.50 3.00 

3.50 ' 4.00 __4.60 ' 5.60 

5.50 

j.boi 

eio 7,00 7.50 8.bo 1 8.50 9.1)0 9.50 

Ret. Time 

Area 

Area 

% 

Ratio % 

4.389 

1439855 

100 . 

00 

100.00 


718833 .D 


Mon Dec 20 15:47:12 2010 


Page 1 


Folk_OIG_PRR_051199 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718833.D 
ASD 

23 May 2010 3:09 

COCAINE STD 

20 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


1 4.39 C:\DATABASE\PMWJTOX 2.L 

Cocaine 000050-36-2 94 
Cocaine-M (methylecgonine) AC 000000-00-0 52 
Butalbital (ME) 000000-00-0 9 


Abundance 

! 

I ! 

80: 




7werage"oT4736 81oT.4'95 m IrT: 7T8 8 33XT (-] 
182 


60 j 
40j 


| 94 

!■, j 105 


20; 42 


51 


68 


122 


135 


152 


166 


198 


207 222 


01, yh.wWfc , rh; ..Ml,, -y', .,. , h^, i, ; .. , 2 ? 4 ., rTTTTTT i, v ■ 

m/z--> 40 50 60 70 80 90 100 110 120 liO 140 ISO 160 170 180 190 200 210 220 230 2 40 260 260 270 260 250 300 j 


272 


282 


303 


Abundance 

j 

8 

2 

#465: Cocaine 

“FT503 





80 










60 



; 


182 





40 

1 



94 105 


j 





20 



1 |!i 


1 




303 

j ; 

0 

40 50 60 

70 80 

j It \ 

I j | 

90 100 110 

122 

j 155 166 

120 130 140 150 If-jO 170 

198 

;|j j 

180 190 200 2^0 2^0 i 

230 240 S 

Iso 26 

272 

0 270 280 ; 

>60 300 


718833,D Mon Dec 20 15:47:13 2010 


Page 2 


Folk_OIG_PRR 051200 





















Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\05_21_10\718834.D 

Operator : ASD 

Date Acquired : 23 May 2010 3:22 

Sample Name : BLANK 

Submitted by : 

Vial Number : 1 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Abundance.. TIC: 71883TD 



Ret. Time Area Area % Ratio % 

* * *NO INTEGRATED PEAKS*** 


718834.D Mon Dec 20 15:47:15 2010 Page 1 


Folk OIG PRR 051201 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718813.D 
ASD 

22 May 2010 20:46 

BLANK 
DCS 
2 

SCREEN 

RTE 


Abundance. ." ".. '.~.TIC:/18813:D'........ .““. . 1 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS * * * 


718813.D 


Mon Dec 20 15:47:59 2010 


Page 1 


Folk_OIG_PRR 051202 













Area Percent / Library Search Report 


Information from 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMe th 
Integrator 


Data File: 

F:\Q2-2010\SYSTEM6\05 

ASD 

22 May 2010 21:20 


DCS 
14 

SCREEN 

RTE 


21 10\718814 , D 


Abundance 

200000 

150000 


100000 


L94 


7lQ8 

706 


Trcrri88i4;o 


4,18 


6.48 


50000 !S 


3.15 

!j 


o 




JL—-'- 


|Time-> 2.00 4.00 6.00 8.00 1o!ob 12.00 14.00 leloO ia00 20]00' 22100 24i0 2i00 2100 


Ret. Time 


Area Area % Ratio % 


1.936 

176794 

13.21 

54.08 

3.145 

116045 

8.67 

35.49 

4.177 

183513 

13.72 

56.13 

6.483 

101105 

7.56 

30.93 

7.064 

243711 

18.22 

74.54 

7.082 

326935 

24.44 

100.00 

7.130 

189786 

14.19 

58.05 


718814.D Mon Dec 20 15:48:02 2010 


Page 1 


Folk_OIG_PRR_051203 











Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM6\05__21 
ASD 

22 May 2010 21:20 


DCS 
14 

SCREEN 

RTE 


10\718814.D 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# 

Qual 


1.94 C:\DATABASE\NIST98.L 

2-Propanone, 1,3-dihydroxy- 
Ethanol, 2 -ethoxy- 
1-Propanol 


000096-26-4 64 
000110-80-5 42 
000071-23-8 9 


Abundance 


801 


60, 


40[ 


3;i 


Average of 1 . 918 to 2 . 066 'min.: 71 881 ~ 4 .DX-) 


20 ! 


! 42 

i, i 


62 72 


OVv. , rp-rrJiVrrT#-. 7 

Abundance 


63 


85 


94 103 117 


207 


281 


1 (j_ 2'0 30 40 5 b 60 70 80 " ? 6 "lQ O lioT 2 Q l 30 14 tT 150 160 170 l 80 1^0 200 210 2^0 230 240 250 2 & ) 270 2 & ) ] 

WT 065 “ 24 5 rdf»a none, 1 , 373 iFiyar 6 xy- . — ~~] 


80 ! 

i 

60 ; 


31 


40 


201 


43 


18 


60 


72 


86 


m/z--> °10 2b 30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 250 


.. i 

280 i 


718814.D 


Mon Dec 20 15:48:03 2010 


Page 2 


Folk_OIG_PRR 051204 















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718814.D 

ASD 

22 May 2010 21:20 



DC 
14 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 

Library/ID 

CAS# 

Qual 

2 3.15 

C:\DATABASE\NIST98.L 

Propanal, 2,3-dihydroxy-, (S) - 

000497-09-6 

56 


Xylitol 

000087-99-0 

36 


Glycerin 

000056-81-5 

33 


Abundance 


43 


Average of 3.098 to 3T234 "min.: 7T88T4.0 (-) 


80 

i 





61 

i 60 

| 

31 






| 40 



a 

} 




i 

1 20 

i 

5 



CD .. 

in 

72 

i 

0 

i 

39 ; 

> .-i-i+rJ ! 

47 

• i-H 

hN 

: . .Wj. 


77 85 91 


102 


117 


129 


in/z-> 

Abundance 

! 80! 


30 


146 

t* rrrr 

145 


43 


#5955; Pf6panair2^IFsydr6xy : ; IS)- “ 


60 i 


40 


201 


61 


73 


57 



► i 1 i 

nil 47 

. i i 




i 1 ' 1 S3 i h 

65 69 , j j 


90 

: . ;', T rrri'i i 

< I i I--H4—i i > : - “ 4 V i i i S 


..j ........... . : | 


m/z-> U 30 35 40 45 50 55 ’60 65 70 75 8^' 8*5 90 95 100 105 110 115 120 125 130 1^5J40.145 
718814.D Mon Dec 20 15:48:04 2010 Page 3 


Folk_OIG PRR 051205 




















Area Percent / Library Search Report 


Information from Data File: 


File Name : 
Operator : 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


F:\Q2-2010\SYSTEM6\05_21_10\718814.D 
ASD 

22 May 2010 21:20 


DCS 

14 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


4.18 C:\DATABASE\NIST98.L 

D-Glucitol, 4-O-hexyl- 132591-04-9 28 
1,2-Hydrazinedicarboxylic acid, die 004114-28-7 12 
Propylamine, N,N,2,2-tetramethyl-, 013993-87-8 11 


Abundance 


43 


"Average ofTT53 to^^B'min.: 7T8'B“14i□ (-)“ 
103 


80 


60 


401 


20 i 


31 


61 


0^ 

;m/z-> 20 

Abundance 


80: 


I Mi; I 53,: ;! 77 i; J QO . j! Ilfi I I 3, 

)' r -tY-t-- | r ,• : - n -iTrrrrjrr v: , s .TYrm-v, .^rr^Tn-r^rm-p-rr: : 

30 40 50 60 70 80 90 lOO 110 120 130 140 160 l6o 170 ISO 190 200 210 2*0 2$0 240 250 260 2>0 


69 


85 


116 131 


144 


207 


80] 


43 


"#660'1:T)^GiuaW;4-O-hWr- 


40 


73 


61 


103 


91 


20 ; 


| 0L: 

m /z~> 2b 


29 


53 


83 

^ I'Pi': f 


157 

! 1 ] 3 121 133 145 j, 165 175 187 205 217 


227235 249 267 ! 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 190 200 210 220 230 240 2$0 


718814 .D 


Mon Dec 20 15:48:05 2010 


Page 4 


Folk_OIG_PRR 051206 






























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718814.d 
ASD 

22 May 2010 21:20 


DCS 
14 

SCREEN 

RTE 


Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT Library/ID 


CAS# Qual 


6.48 C:\DATABASE\PMWTOX2.L 


Palmitic acid 

ME 

000112-39-0 

94 

Myristic acid 

ME 

000124-10-7 

80 

Pentadecanoic 

acid ME 

007132-64-1 

72 


Abundance. 


7A 


Average of 6,465 to 6T597"min.:T188T4.0 ( : 5. 


80: 


80 


40 


20 


CH 


43 


I 31 


55 


! 

j j 


87 


143 


i 97 




107 


115 


129 


157 171 185 199 


227 


213 


239 


270 


ml z~> 30 40 50 60 10 8b ' bb_ 100 110 120 130 l4 cTl£ o l6o 17C3M80 1 ^0, 2fl 0 2^0 220 2^0 24 0 250 I bo 270 j 

5Abundan~ce . . *... “Si801: Palmitic acid - ME". PT297~ 


¥ 


80 ; 


60! 


40; 


20 


55 


m/z~> 


0 Vr-f s - 

30 


87 


97 

i 


143 


129 


171 185 


227 


239 


270 


40 50 60 70 80^0 lOO 110 l20 130 140 150 160 ’lA 180 190 200 210 220 230 240 250 260 270 
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Folk_OIG_PRR 051207 

























Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718814.D 
ASD 

22 May 2010 21:20 


DCS 

14 

SCREEN 

RTE 


Search 

Libraries: C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
: 0 

PK# 

RT Library/ID 

CAS# 

Qual 


7.06 C:\DATABASE\NIST98.L 

9-0ctadecenoic acid (Z)-, methyl es 000112-62-9 99 
11-Octadecenoic acid, methyl ester, 001937-63-9 98 
9-0ctadecenoic acid (Z)-, methyl es 000112-62-9 98 


^Abundance 


80 


60. 


40 j 


20 i 


55 


Average of 7.029 to 7.070 minT7f88i^70"Fl" 


41 


69 

! 

ji •; 81 96 


110 


123 

| 

H: , ■ 1 


138 151 165 180 


i gi ill; ':•!•* . m ;h. siffl; ; ;!M ! | . ,ii: . =. ,w ; 193 207 j 235 246 281 

0 ' : : 44W-!. r^r- r ^t F Vrrrfk.■TnTrTrr rq - rv- r - i • . . . 

JWz~> 20 30 40 50 60 70 80 90 100 110 120 130 l40 150 1&3 170 180 lOO 200 210 220 230 240 250 260 270 260 2 90 


222 


264 


236 246 


281 2^4 

-rn-TT-T-T-T j 


[Abundance' 


5,5 


'#T32BT:9-Octadecerioic acid (Z) : 7methyi esler 


801 


60! 


41 


69 


83 


40; 29 


201 


i.L 1 
m I 


‘m/Z”> 


0 


97 


! Ill 


123 


:j|l : 




’f '52 m 

iiLj: i v L 


222 


193 207 


264 


235 246255 : 281 


296 


20 30 40^ 50 60 70 80 90 100 110 120 1 30 14 0 150 160 VtO 180 2.66 210 220 230 240 2 50 260 270 2^0 2ft .j 

718814.D Mon Dec 20 15:48:07 2010 Page 6 


Folk OIG PRR 051208 






























Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\05__21_10\718814.D 

Operator : ASD 

Date Acquired : 2 2 May 2010 21:20 

Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth: SCREEN 
Integrator : RTE 



Search Libraries: C:\DATABASE\PMW_TOX2.L 

C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# RT 


Library/ID 


CAS# 


Qual 


7.08 C:\DATABASE\NIST98.L 

3-Hexenedinitrile 001119-85-3 32 

exo-Norbornanol, trifluoroacetate ( 1000245-87-9 32 

Dixanthogen 000502-55-6 23 


Sundance 


80| 


60 


40; 


20 


66 


Averapof^ 


139 


265 


31 


175 


51 


76 


! m/z~> 


0 -, 


Abundance 


80, 



128 

149 

112 ; 

) i 1 i 

! 

! ; i 


i 

1 ; ! 

Ml 165 

i N ! i : \ ! 



^ »i : ! ! 

•rir ; Ur r i, 

110 120 130 140 150 160 170 





208 

194 222 


:'} { 


253 


236 




261 


296 


-~t 4 - v-r-r-i-i ' ! tti I 




#443609: S-Tlexenedmirrile 


60^ 


40! 


20 j 


39 


52 


27 


79 


108 


;nVz~> °^_3'0 ' 40^50 60 7*6 jb 90 100 110 120 130 140 160J60 170 180 190 200 2i0 220 2db 2 40 250 260 : 
718814.D Mon Dec 20 15:48:07 2010 Page 7 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q2-2010\SYSTEM6\05_21_10\718814.D 

ASD 

22 May 2010 21:20 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


DCS 

14 

SCREEN 

RTE 


Search Libraries: C:\DATABASE/PMW_TOX2.L 

C:\DATABASE\NIST9 8.L 


Minimum Quality: 90 
Minimum Quality: 0 


PK# 

RT 

Library/ID 

CAS# 

Qual 

7 

7.13 

C:\DATABASE\PMW TOX2.L 





Stearic acid ME 

@ 000112-61-8 

91 



Myristic acid ME 

000124-10-7 

56 



Laurie acid ME 

000111-82-0 

38 

Abundance 

l 


AverageoFT 1 12To7.159min.: 7W814.EJT") 

74 



80; 

! | 


j 87 


i 

1 

! eo: 

i 

i 


i i 

1 ! 



j 40 j 

: I 

I 1 

43 

i i 

i ; 

| j 143 


j 

i 20. 

57 

j! | i 



{ 

0 

32 n ij; 

. . r" TTi 1 

ll i mi 129 ! , oc . 199 

; |j 1; , 116 ! 157 171 185 ; 213 

255 

227 241 ! 267 

r: i s i' ;- r ■ i i Tj-^m-r-rvT^' tttti-.- 

298 | 

i i TiTi ri m ! 


Abundance 


7 I* 


.. #970: Stearic acid ME. 


fP~T375' 


80; 

! 

| 

60- 
401 


i 87 


20 ! 


0 


57 


ij i 97 




143 


199 


255 


129 


157 


185 


213 


267 


298 


30 40 50 60 70 80 90 100 110 120 130 140 150 160 170 180 


210 220 230 240 250 260 270 280 290 360 


718814 .D 


Mon Dec 20 15:48:08 2010 


Page 8 


Folk_OIG_PRR_051210 





















Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718815.D 

ASD 

22 May 2010 21:54 

BLANK 
DCS 
1 

SCREEN 

RTE 



fTime-> 


O' 

2.00 


4.00 


6.00 


8.00 10.00 


12:00" 


14.00 16! 00 181)0 20.00 22.00 24.00 26.00 28.00 


Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


718815.D 


Mon Dec 20 15:48:13 2010 


Page 1 


Folk_OIG_PRR_051211 













Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMet h 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718816.D 

ASD 

22 May 2010 22:28 


16 

SCREEN 

RTE 


Abundance 


~T!U:T18816.D - 



0 . 


hrime~> 2.00 4.00 6.b0 8.00 10.00 12^00 14.00 16i00 18'00 20.00 22.00 24i00 26^00 28.00 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


718816.D 


Mon Dec 20 15:48:15 2010 


Page 1 


Folk OIG PRR 051212 











Area Percent / Library Search Report 


Information from Data Pile: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-201G\SYSTEM6\05_21_10\718817.D 

ASD 

22 May 2010 23:02 

BLANK 
DCS 
1 

SCREEN 

RTE 



Ret. Time 


Area Area % Ratio % 


* * *NO INTEGRATED PEAKS*** 


718817.D Mon Dec 20 15:48:19 2010 


Page 1 


Folk OIG PRR 051213 









Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718818.D 

ASD 

22 May 2010 23:36 


DCS 

18 

SCREEN 

RTE 


Abundance. .~~. TIC: 718818.D 



Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


718818.D 


Mon Dec 20 15:48:27 2010 


Page 1 


Folk OIG PRR 051214 








Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM6\05_21_10\718819.D 

ASD .. 

23 May 2010 00:11 

BLANK 

1 

DRUGS 

RTE 


Abundance TICT7T8819.CT 



hme~ > 2 .00 ' 2.50 ' 3,b0' 3i o 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7.^0 8.00 8.ko ’ 9.00 9.^0 






Ret. Time 

Area 

Area % 

Ratio % 


***N0 INTEGRATED PEAKS*** 


718819.D Mon Dec 20 15:48:30 2010 


Page 1 


Folk OIG PRR 051215 












